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Message Text 


PAGE 01 NATO 03339 191347Z 
43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO EPA-04 

HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 SP-02 

SS-15 TRSE-00 USIA-15 FEAE-00 /104W 

098700 

R 191255Z JUN 75 
FM USMISSION NATO 
TO SECSTATE WASHDC 2352 

UNCLAS USNATO 3339 

E. O. 1 1652N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY-ELECTRICAL UTILITY 
LOAD MANAGEMENT-REQUEST FOR DOCUMENT 

DEPT PLEASE PASS FEA FOR WILLIAM PORTER 

NATO SCIENCE DIVISION HAS REQUESTED COPY OF MINUTES AND 
COMMENTARY ON NOVEMBER 1974 MEETING AT NATO OF CCMS RATIONAL 
USE OF ENERGY PILOT STUDY-ELECTRIC UTILITY LOAD MANAGEMENT 
PROJECT. SUGGEST PORTER BRING ONE ALONG ON FORTHCOMING TRIP 
TO CCMS ENERGY MEETING IN UK. 

STREATOR 

UNCLASSIFIED 


« END OF DOCUMENT » 
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Errors: n/a 
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From: NATO 
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Image Path: 
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